Judd-187 / Pollock-223 


1) Smithsonian - the genuineness of this piece has been questioned. 


3) Superior 1/90, Brewer-Kagin's 3/17 - PCGS63BN 


4) Stacks 6/77 - proof 60+bn, 68.7 grains, image does not appear to match 
either of the 2 above 


Judd-187a / Pollock-224 


1) Stack's 6/77, lvy 8/80, Ivy 3/81, Stack's 1/87, Heritage 1/2007, Heritage 
8/2009 - PCGS64 


